S510.AI 


ROBOT MEDICAL SCRIBE 
“Clip on for any EHR" 


To make EHR’s more usable and derive excellent value with $10.Al Robot Medical Scribe 


SAVE UPTO $ 5,000 


24/7 AVAILABLE 


THE FASTEST SCRIBE 


99% ACCURATE 


16 LANGUAGES 


NO EHR INTEGRATION 


HIPAA COMPLIANT 


S10 Has A Decade Of Experience In The Virtual Medical Scribing Industry And Trusted By 
1000'S Of Physicians. 


www.s10.ai 


Knowledge-Engineered and Hyper-Automated 
Robot Medical Scribe 


Brought to life by IPKO* 


*Intelligent Physician Knowledge Orchestrator (IPKO) is a patent pending IP used in S10.Al. 


The $10 Robot Scribe will complete the 
documentation in real-time. 


e No Documentation Anxiety 


PRODUCTS e No EHR Navigation Stress 

| CONVERSCRIBE 
TRANSCRIBE 

EHR VOICE DICTATION. 


e Simple Implementation 


e One-Screen Magic 


LEARN MORE 


oro 
7 
Free trial 
https://s10.ai/freeTrial 
i www.s10.ai WØ support@s10.ai 
Demo i 1129, Sheldon Dr West Bury NY 11590, +1 1631 4886 383 
À https://s10.ai/contactus 


| United States 


